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Kate Hinmaii 

Assistant District Attorney, Suffoli: County 
Dear ADA Hininan, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of tire following; 

1. Ciuriculum Vitae for Annie Dookhan & Kate Corbett. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Kate Corbett was the custodial chemist and performed the preliminary testing and net weigirt for 
tlris sample. Annie Dooklian was the coiifinnatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Chemist IT 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 



Folk OIG PRR 047515 










Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist 1. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

’•‘Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

’•‘Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

’•‘Maintenance and repairs of all analytical instruments. 

*Responsible for the Quality Control of all analytical instruments, reagents and controls/standards, 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

’•‘Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst L11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

’•‘Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros, 

TOC training with MBL and Sievers, 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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BOOK# 


OePARTM ENT 


DRUG RECEIPT 


PAGE # 


170 


DESTRUCTION #. 


District/Unit __ 

Name & Rank of Arresting Officer__ W rw W A fvl 


ID# iiifci <0 0 



LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED GROSS | GROSS ANALYSIS 

rMiAAJTirv \Mc:\nur i KniK/incD 
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Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE _ 

Def: 

Amount: Subst:SUB 

No. Cont; 2 Cont: pb 

Date Rec’d; 01/13/2011 No, Analyzed; ^ . 

Gross Wt.: 2.27 Net Weight; 0 - :> I 

# Tests: 



Findings: \-\€oos'^ 



PRELliVltNARY TESTS 


Spot Tests 
Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


4 

T 


PRELIMINARY 1 

■EST RESULTS 

RESULTS l~! 

L£.K)'i 

in 

DATE ^ 

-7 ■ 

11 


j 



Microcrvstalllne Tests 
Gold 

Chloride_ 

TI-TAi_J_ 

OTHER TESTS 


GC/MS COHF 


RESULTS 

MS 

OPERATOR 


RMATORY TEST 






DATE 


3- 

ffO| 

11 

1 




Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q1-2011\SYSTEM7\02_09 ll\770770.D 
ASD 

9 Feb 2011 22:06 

BLANK 

2 

DRUGS 

RTF 



frime-> 


Qi-r-i -I 

2.00 


' ’ 


3.bo 3.bo 4.b0~' 4.50 5.bo 6.50 6.00 6.50 7.00 7.60 8.00 8.§0 9.00 9.50 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770770,D Mon May 23 11:51:31 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

F;\Q1-2011\SYSTEM7\02 09 11\770771.D 

Operator 

ASD 

Date Acquired 

9 Feb 2011 22;19 

Sample Name 

HEROIN STD 

Submitted by 


Vial Number 

71 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


AbuntJance 

i ; 

i 800000! 

j I 

! 600000i 

; i 

I 

i 

\ 1 

; 4000001 

^ 200000i 


T\cn7omB 

61 


41 


] 


J 

5 


i. 


frime-> 2,bo 2.150' 

' rboj ' 3,bo'' 4.06 ' ^50' 5,bo 

' 5.50 

6.00 

6.bb ’ 7.00 ' ' 7.5b ' 8.bo ’ ' 8.50 ' 9^6 ' 9.56 ’ 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.407 

1544855 

100 . 

00 

100.00 


770771,D 


Mon May 23 11:51:34 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name 
Submitted by 
Vial Number : 
AcquisitioriMeth ; 
Integrator : 


Data File: 

F:\Q1-2011\SYSTEM7\02_09_11\770771.D 
ASD 

9 Feb 2011 22:19 

HEROIN STD 

71 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI,L Minimum Quality, 90 

C:\DATAB7\SE\PMW T0X2 . L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 6.41 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 99 


S^bundance 


43 


.. 


327 


801 : 

I j 

I i 

60 ? S 


268 


310 


369 


40 i 


20, J 53 n 


81 

i 94 


115 


146 


162 


li ! 


128 


181 


204 216 


; 226 


Af\ en or\ ^r\r\ ^Art 'ion 200 220 oiiA 

Abundance. .. ~ #1: HEROIN 


238 253 


284 

299 j, 341352 

‘-■-7 #-#- 


40 60 80 100 llo 140 160 180 200 220 240 260 280 36o 320 340 360 


43 


80i I 

i 

i I 

60i ’ 


268 


327 


40: I 


i I 69 ™ 


81 

i 

! 94 


115 
; 128 


146 


i i ; 174 


215 
204 , 


310 


I 


369 


: ^ .;L,T, J. 6«.., 

rn/z-> 40 CO 60 100 120 140 160 180 20D 220 240 260 260 300 320 340 360 


770771,D 


Mon May 23 11:51:35 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile 


File Name 

P:\Q1- 

Operator 

ASD 

Date Acquired 

9 Feb 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


22:31 


Abundance. ~ ” TIC; 770772.U 



lnme-> 2.66' 2.60' ’ 3.66 ' 3.60 4.06' ^50 5.6o 5.50 6.00 6.5o 7-00 7.56 8.00 8.50 9.00 9.5o 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770772.D Mon May 23 11:51:38 2011 Page 1 
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Area Percent / Library Search Repoi't 


Information from Data File: 

Pile Name : F:\Q1-2011\SYSTEM7\02_09_11\770776.D 

Operator : ASD 

Date Acquired : 9 Feb 2011 23:21 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



hme-> 2.60 2.56 3.bo_ 4.56 ' 4.50' 6.bo' 6.60 ’ _6.60 _ 7.i50 S.OO^' 8.50 9,66 9,50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


770776.D Mon May 23 11:51:46 2011 Page 1 
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Area Percent / Libz'ary Search Report 


Information from Data File: 


File Name : F : \Q1-2011\SYSTEM7\02_09_.11\770777 . D 

Operator : ASD 

Date Acquired : ^^Feb2011 23:34 

Sample Name : 

Submitted by : KAC 

Vial Number : 77 

AcquisitionMeth: DRUGS 
Integrator ; RTE 

roufiaarice... .... . ' -^TrcT? 70/77,D.. . 

I 600000! 6140 


4000001 

ooooooj 

200000 ; 

100000 ; 

i I: 


h-inie--> ° 2.bo ^2,50 " 3^ 

"'Teo '^4.66"^' 4.i50 ' ' sTo 

e.bo" 

asb'' 7.00 ’' 7.50*^’ 8 , 00 '" aso ’ " 9,06 9 . 60 ^ ' 1 

Ret. Time 

Area 

Area % 

Ratio % 

3.309 

130920 

14.59 

17.08 

6.401 

766549 

85.41 

100.00 


770777.D Mon May 23 11:51:49 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q1-2011\SYSTEM7\02 

ASD 

9 Feb 2011 23:34 


KAC 

77 

DRUGS 

RTE 


09 11\770777.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWjrOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.31 C : \DATABASE\PMW__T0X2 , L 
Caffeine 
P roxyphy11ine 
Dimetacrine-M (ring) 


000058-08-2 98 
000603-00-9 4 
006267-02-3 4 


Abundance 


Averse bn;282i6'3 ‘ 


1^4 


80 i 


60; 


40 i 


20 i 


Oi,- 


42 


55 


67 


82 


109 


Ij iiHl, J! . : ..j 

Vo/"' 5b bo’ _70 a'o/ bo i6o_ jio__ 120' /ibo.. ibo ’ 1/6' jso.iso' 260 

.... ... ■ Wl-'Caffeiiib' ..- ... PWf 


94 


137 '165 

122 131 150 ; 


179 


Abundance 


207 ; 


1 


80; 
60 i 

40^ 


55 


67 

i 


194 


109 


82 


20^ 


Wz-> 


OL 


94 


137 


165 


Vo 50 ' sb 70' ’ 80 90 160 liO ” ^io 130 140 150 160 170 180 190 26o 


770777.D 


Mon May 23 11:51:49 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q1-2011\SYSTEM7\02_09_11\770777.D 

Operator' : ASD 

Date Acquired : _9 Feb 2011 23:34 

Sample Name : 

Submitted by : KAC 

Vial Number ; 77 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C ;\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 6.40 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 99 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2011\SYSTEM7\02_09_ll\770778.D 
ASD 

9 Feb 2011 23:46 

BLANK 


2 

DRUGS 

RTE 


Abundance HO: 770775D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


770778.D Mon May 23 11:51:53 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q1-2011\SYSTEM7\02_09 ll\770779.D 
ASD 

9 Feb 2011 23:58 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770779.D 


Mon May 23 11:51:56 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2011\SYSTEM7\02 09 11\770780.D 

ASD .. 

10 Feb 2011 00:11 

HEROIN STD 

7.1 

DRUGS 

RTE 


AbiFricjance 

: 8000001 

i I 

; i 

I 600000 i 


! 

400000i 


200000 ] 


T1C:770780.D 

6141 


Qj ....._ ^ ^ ^ . 1- . . ^ _ 

h'ime"> 2.56 2.^6 ' aK 3.50 ' ' 4t6 '" 4.^6 5.bo 5.60 6.00 ""6.50 ' 7.00 ' ' 7^6 8,00 8.50~ oSo"" 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.407 

1473441 

100.00 

100.00 


770780.D 


Mon May 23 11:51:58 2011 


Page 1 
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Area Percent / Library Seax'ch Report 


Information from Data File: 

File Name ; F:\Q1-2011\SYSTEM7\02_09_11\770780.D 

ASD 

10 Feb 2011 00:11 

HEROIN STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Nun±>er 
Acqu isitioriMeth 
Integrator 


71 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_ TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


6.41 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 


'Abundance 


’ 43 

f ! 

I 

80j 

601 

i I 

40 : 


Average of 6;364"(o 6:50 mlo.: 770780.D (-) 


268 


81 


204 215 


146 


327 

i 


310 


369 ; 


; 

I 115 

162 

i ^ ^ 


f 20 

1 , 69 70 I 

. 



1 

j 

P| ; \ ^ \ 

m 

; i; 181 

i 226 !i 284 i 


i 0- 

, - jl-v/^ ..-li-1 -A ■!. 

;!',i ' l!' 


, . 238 253 !' i « 

,J: .7®® /, , . I 

J 341 354 ij 


40 60 80 100 1^0 140 l60 180 2^ ^0 240 260 260 300 320 340 360 

Abundance M: HEROIR 


43 


80 ^ 


60! 


268 

\ 


327 


40 i 


20 i 


I 0 :^^? 

m/z-> 40 


204 


215 



81 


59 

I 


94 

. 1 


i.l , 
80 

' ;' 

60 

’ ’ i 


115 146 

I 128 




162 

i : I 174 

i ! I. ^ 

'i ilii::; 


193. 


226 

j 238 253 


284 


310 


298 


369 i 


;L 341 


60 80 100 120 140 160 180 200 220 240 260 280 360 320 340 360 


770780.D 


Mon May 23 11:51:59 2011 


Page 2 
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Area Percent / Library Search Repox't 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q1-2011\SYSTEM7\02 

ASD 

10 Peb 2011 00:23 

BLANK 

2 

DRUGS 

RTE 


09 11\770781.D 


|Abun3ance 
2500! 

J ' 

1 2000 ; 

i5oo; 

I ! 

1000 

i 500 


; 1 


Oi.—,... 


*Time--> iOO 



ibo 3.50 4.66' 4.50 5.66 ‘ 5.66 6.00 6.66' 7.00 7.50 ' 8.66 8.50 9.6o 9.50 ! 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


770781.D Mon May 23 11:52:02 2011 . Page 1 
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